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PUBLIC HEALTH REPORTS. 



UNITED STATES. 

[Reports to the Surgeon-General, Public Health and Marine-Hospital Service.] 

Report from Pensacola, Fla. — Destruction of property at Santa Rosa 
Quarantine Station by hurricane. 

Acting Assistant Surgeon White reports as follows: 
September 28. Station swept by flood. All buildings practically 
destroyed. Hospital swept to sea with 10 persons. Reported that 5 
have been picked up alive. Officers and employees save 2 safe. Float- 
ing property lost. Condition Genevieve not known. Will board 
vessels Pensacola till further advised. 

On October 1 Acting Assistant Surgeon White was informed by the 
Bureau that Inspector Raymond, who had been sent to Ship Island to 
report on wrecked propertj', would stop at Pensacola to make recom- 
mendations for repairs and for restoration of station. 

Report from Gulf Quarantine Station, Ship Island, Miss. — Destruc- 
tion of property by hurricane. 

Passed Assistant Surgeon Wille reports as follows: 
September 30. Ship Island raked by heavy hurricane September 
26 and 27. Barometer, 28.40. Rise in tide, 13 feet. Estimated dam- 
age, $50,000 to $60,000. All floating property except schooner Hermes 
and two skiffs swept away. Fumigating barge swept to sea across 
Ship Island. Revenue cutter reports barge is high and dry on 
Dauphin Island, 12 miles away. Ballast wharf and machinery boat, 
landing pier, and lagoon bridge all swept away. Boathouse east dormi- 
tory totally destroyed. Three attendants in wreckage, but were saved. 
General hospital and laundry buildings washt from foundations and 
in bad shape. Executive building has settled. Carpenter shop and 
east dormitory badly listed. Assistant surgeon's quarters wrecked. 
Surgeon's quarters, yellow-fever hospital intact except for minor dam- 
age. No casualities here or west end. Understand west end is intact. 
On October 1, Passed Assistant Surgeon Wille was informed that 
Inspector Raymond had been ordered by the Bureau to report to him 
for consultation concerning repairs and estimates for new structures 
and appliances necessary for rebuilding station. On the same date 
the captain of the revenue cutter at Mobile was directed by the Rev- 
enue-Cutter Service to visit Dauphin Island, and if possible pull off 
the barge and convey it to the station. 
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